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REF MISSION 3917 
1. ‘WHILE CHECKING OUT THE 1ST STAGE ON REF MISSION THE THOR 
‘AS DAMAGED BEYOND LOCAL REPAIR. A REPLACEMENT WILL BE IN PLACE 
AT VAFB ON 22 MAY. 
2. NEW ESTIMATED LAUNCH DATE FOR 9917 1S 18 JUNE. WILL HOQ 
LEASE ADVISE ALL INTERESTED PARTIES. 
END OF MESSAGE 
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